Message 

From: Greer, Garry (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=GARRY. GREER] 

Sent: 7/14/2010 3:24:15 PM 

To: Caloggero, Dina (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Dina.Caloggero]; Han, Linda (DPH) [/0=C0M MON WEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Linda.Han] 

CC: DiNatale, Margaret (DPH) [Margaret.Dinatale@state.ma.us]; 'Ann Looney' [alooney@moses-ma.org] 

Subject: CLIA Documentation, Diploma and CV as requested 

Attachments: CLIA Cert 2010.doc; Greer Stonehill diploma.pdf; GarryCV2010.doc; Greer ASM CE Iso&ID Enterics 1981.pdf; Greer 
training docs.pdf 

In response to yesterday’s request for documentation on my qualifications please see the attached documents. Working 
from information gleaned from personnel I have completed the CLIA Qualification Appraisal Form. I have included a copy 
of my most current CV. Let know if you would like an official or unofficial transcript from Stonehill College. 

Garry R. Greer 

State Laboratory Training & Distance Learning Coordinator 
William A. Hinton State Laboratory Institute 
305 South Street 
Boston, MA 02130 

tel; 617-983-6608 / Fax; 617-983-6887 / Mobile: 



CLIA Cert Greer Stonehill GarryCV201G.doc Greer ASM CE Greer training 

2010.doc diploma.pdf Iso&ID Enterics... docs.pdf 


Folk OIG PRR 017905 
























